404 W. D. ALLEN MANUFACTUR 
SILVER KING HYDRAULIC JACKS 


For Passenger Cars, Trucks, 
Buses, and for Industrial and 
Construction Use 


Fig. 4534 
Unconditionally guaranteed 
for one year. Leak-proof. 


Operates at all temperatures. 
Jacks the load fast. Easily 
operated, sixty pounds effort 
will raise load. Ram of hard- 
ened, ground, steel. ~-Severe 
service test for 50% overload 
before shipment. Compact, 
sturdy construction with great 
reserve power. Strong, 36 
inch, two-piece handle which 
locks on the pump lever. 


Model Tons Weight Low Lift Exten- Total *NET 


No. Capacity Pounds Height Inches sion Height EACH 
JM-1.5-S. 1-1/2 9-3 /4 6-3 /4 5 3 14-3 /4 $3.32 
JM-2-ST. 2 12 7-3/4 5-1/4 2 15 $5.39 
T-2.5-S.. 2-1/2 16-1/4 8 6 3 17 $8.72 
T-4.5-S.. 41/2 20 9 5-3/4 2-1/2 17-1/4 $10.94 
yi) ae 3 24 9 5-1/2 2-1/2 17 $14.72 
HB-7-S.. 7 2 20 8-1/2 10-1/2 2-1/4 21-1/4 $26.67 
T-12-S... 12 38-1/2 10-1/2 6-3/4 3-1/2 20-3/4 $21.39 
LT-12-S.. 12 34-1 /2 8 5 2-1/2 15-1/2 $21.39 
MT-12-S. 12 37-1/4 9 6 3-1/2 18-1/2 $21.39 
T-20..... 20 55 10-3 /4 nS Tinea agetiags 17-1/2 $33.33 
T-30.. 30 65 10-3 /4 See 17-1/2 $50.00 
HY DRAULIC CURB JACK—Not Illustrated 
ae 2 100 3-7/8 15-1/2 ...... 19-3/8 $40.00 
1400..... 5 220 5 nad i's dene 22 $94.45 
feyareuic Jack OU “So esc st 0's 08 * NET QUART, $0.70 


